MoH-Anc. Motel 

917 W. Huntington Drive (U. S. 66) 
Monrovia, Calif. 

Phone: Elliott 8-3609 

A New, 12 unit, insulated and air-conditioned, ultra¬ 
modern, fireproof motel. Panelray and electric heat. 
Tile showers. Carpeted wall-to-wall. Beautyrest 
mattresses, radios, garages. Some full kitchens. 
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917 W. Huntington Drive (U. S. 66) 

MONROVIA, CALIF. 

One Mile East of Santa Anita Race Track 
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